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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 



Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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FOREWORD 

This Indian Standard ( First Revision ) was adopted by the Bureau of Indian Standards on 5 January 1989, 
after the draft finalized by the Machine Tools, Machine Tool Elements and Wood Working Machines 
Sectional Committee had been approved by the Mechanical Engineering Division Council. 

This standard was first published in 1971. The committee responsibte for the formulation of this standard 
decided to revise the same based on experience over the years. In the present revision, another type of 
thrust-pad ( fixtures ), suitable for using with snap ring has been included which is found more economical 
in production and assembly and .hence preferred over the pin type. 

In the preparation of this standard, considerable assistance has been derived from DIN 6311-1968 *Thrust 
pad ( fixtures )', issued by the Deutsches Institut Fiir Normung ( DIN ). 
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Indian Standard 
THRUST-PADS ( FIXTURES ) — SPECIFICATION 

(First Revision) 



1 SCOPE 

This standard specifies dimensions and requirements 
for thrust-pads used with the screws according to 
IS 6336 : 1989 'Specification for screws for thrust- 
pads ( fixtures ) {first revision y or 18 12582:1989 
'Tommy screw with fixed bar — Specification'. 

2 REFERENCE 

The Indian Standard IS 2393 : 1980 'Specification 
for cyhndrical pins (second revision Y is a necessary 
adjunct to this standard. 

3 TYPES 

a) Type A, thrust-pad using ring, and 

b) Type B, thrust-pad using cylindrical pin. 

4 DIMENSIONS 

The dimensions shall be as given in Table 1. 

5 MATERIAL 

Steel having minimum tensile strength of 600 MPa 
shall be used. 



6 HARDNESS 

Clamping and thrust surfaces shall be hardened to 
55 HRC, Min. 

7 FINISH 

Thrust-pads shall be free from cracks, burrs, pits 
and other defects. 

8 DESIGNATION 

A thrust-pad, Type A, having di — 20 mm shall be 
designated as: 

Thrust-Pad-A20 IS 6337 

9 PRESERVATION AND PACKING 

9.1 A suitable anticorrosive surface treatment shall 
be given to the thrust-pads. 

9.2 The thrust-pads shall be packed in accordance 
with the best trade practices. 

10 MARKING 

Thrust-pads shall be marked at an appropriate place 
with the manufacturer's name, initials or trade- 
mark. 



Table 1 Dimensions for Thrust-Pads ( Fixtures ) 

( Clause 4 ) 



All dimensions iri millimetres. 
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OTHER DIMENSIONS AS PER TYPE A 

TYPE B 
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NOTE — Dimensional deviations for untoleranced dimensions: Medium class according to IS 2102 (Part 1 ): 1980 'General tolerances for dimensions and form and position; 
Fart 1 General tolerances for linear and angular dimensions {second revision y . 









Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been produced 
to comply with the requirements of that standard under a well denned system of inspection, 
testing and quality control which is devised and supervised by BIS and operated by the 
producer. Standard marked products are also continuously checked by BIS for conformity 
to that standard as a further safeguard. Details of conditions under which a licence for the 
use of the Standard Mark may be granted to manufacturers or producers may be obtained 
from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institiitioii established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in the 
course of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, are 
issued from time to time. Users of Indian Standards should ascertain that they are in possession of 
the latest amendments or edition. Comments on this Indian Standard may be sent to BIS giving the 
following reference: 
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